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To bum a gas mixture in this apparatus, the gan
is brought into it in the usual manner, the stopcock
is closed, and a fine sewing needle is placed in the
mouth of the capillary c. Upon connecting the plati-

FIG. 65.

FIG. 66.

num wires with an induction apparatus, the mixture
is exploded by the spark which passes when the
circuit is closed.

Hydrogen is made in the

"HYDROGEN PIPETTE (Fro. 66)
the construction of this pipette resembling that of
the hydrogen pipette shown and described on page
131.
The most suitable apparatus for the evolution of
oxyhydrogen gas is one closely resembling the Bun-
sen apparatus.